STATUTES AT LARGE

election, according to the Constitution of this State, and that he has
not voted during this election.
(2) There shall be provided at each polling precinct at least one
booth. At least one booth shall be provided for each two hundred and
fifty registered electors, or majority fraction thereof. The booths shall
be made of wood, sheet metal, or any other suitable substance; shall
not be less than thirty-two inches wide and thirty-two inches deep
and six feet six inches high, shall be provided with a curtain hanging
from the top in front to within three feet of the floor, and shall have
a suitable shelf on which the voter can prepare his- ballot. In general
and special elections the booths shall be provided by the commission-
ers of election or other electoral board; in primaries by the county
committee. But One voter shall be allowed to enter any booth at a
time, and no one except the managers shall be allowed to speak to a
voter while in the booth preparing his ballot.
(3) There shall be provided for each voting place a sufficient num-
ber of boxes to meet the anticipated requirements. In general and
special elections they shall be provided by the commissioners of elec-
tion or other electoral board; in primaries by the county committee.
There shall always be provided at least one box for each kind of bal-
lot used. An opening shall be made in the lid of each box not larger
than sufficient for a single ballot to be inserted therein at one time,
through which the ballot shall be inserted by the person voting, and
by no other. Each box shall be provided with a sufficient lock, and
shall be publicly opened and inspected, to show that it is empty and
secure, and locked just before the opening of the poll. The keys shall
be returned to the managers, and the box shall not be opened during
the election. Each box shall be labeled in plain and distinct roman
letters, with the office or officers voted for, and the managers, on the
demand of the voter, shall be required to read to him the .names of
the boxes. The ballot boxes shall be so located as to be in view of
persons outside of the polling place during the time of the voting.
(4) The polling places shall be provided with a table for the man-
agers. The polls shall be provided with a guard rail, so that no one
except as herein authorized shall approach nearer than five feet to
the booths in which the voters are preparing their ballots. The man-
agers at each voting place shall arrange the table, desk, or other place
upon which the ballot boxes shall be placed, so that there shall be no
crowding or confusion immediately around the boxes, and suitable
means shall be provided to enable each voter to approach the boxes
and deposit his ballot without interference or hindrance, and the right
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